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Gas Chromatography/Mass Spectroscopy Instrument 

GC/MS: System # 7 
Date: 08-29-2008 

Gas Chromatography 

Manufacturer: Agilent Technologies 
Model #: GC 6890N (G1530N) 

Serial#: CN10724010 


Mass Spectroscopy 

Manufacturer: Agilent Technologies 


Model#: MSD 5975B Inert 


Serial#: US65125812 


Tower 


Manufacturer: Agilent Technologies 
Model#: G2913A 
Serial#: CN72441374 


Tray 

Manufacturer: Agilent Technologies 
Model#: G2614A 
Serial#: CN72244216 
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